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Inspector General 
2E 24 Hqs 


The attached reports of assistance 
STAT te the Atomic Energy Commission and the 
Army Security Agency (Vint Hill Farms 


Station) are forwarded as required by 
The requested support appears 
per and permissible. 


/8/ Harold L. Brownman 


Harold L. Brownman 


23 NOV 1973 


cc: D/co 
Atts 


Deputy Director for Management 
STAT and Services, 7D 26 Hqs, 


STAT HO-DD/Més| img (20 Nov 73) 
Distribution: ) 
Orig RS - Adse w/3 cys of Atts (OC's AAP 73-23, AAP 73-24 
- DD/M&S Subj w/O of Atts € DD/M&S 73-4495 ae | 
1 - DD/M&S Chrono iota cde we 
1 - HLB Chrono 


DD/M&S 73-4495: Memo dtd 19 Nov 73 to DD/M&S fr D/CO, subj: Agency Assistance 
to U.S., Federal, State and Local Government Components 
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MEMORANDUM FOR: Deputy Director for Management and Services 


SUBJECT : Agency Assistance to U.S., Federal, State 
and Local Government Components 
25X1 REFERENCE : [ |dated 30 August 1973 


Forwarded herewith, in accordance with the referent 
instructions are two reports of assistance requested by 
other Federal Government components. The AEC request is 
an extension of service which has been provided in the 
past. The Army request is without precedent but will 
enhance our working relationship with Vint Hill Farms 


Station. 
25X1 


Di Unications 


Attachments: 
1. AAP 73-23 
2. AAP 73-24 


CONFIDENTIAL Cd 25X11 
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DIRECTORATE: DD/M&S 


COMPONENT: Office of Communications 


SUMMARY DESCRIPTION OF AGREEMENT, ARRANGEMENT AND/OR 


PRACTICE OF PROVIDING SUPPORT OR ASSISTANCE: 


AAP 73-23 


CIA has provided subscriber line secure telephone 


service for the Atomic Energy Commission for 


Several years, Initially, two subscriber lines 
were connected between AEC and the CIA secure 
Switch at Langley. One of these lines was re- 


cently cancelled, and AEC is now requesting 
that the second line be reinstated. 


DESCRIPTION OF ACTIVITY, INCLUDING RELEVANT DATES: 


Connection of one additional KY-3 subscriber 
telephone line from AEC to the CIA secure 
switch, with access from there to the U.S. 
Government secure voice system. Connection 
date is dependent upon availability of lines 
from the telephone company; estimated about 
15 December 1973, Service will continue 
until terminated at the request of AEC. 
Cryptographic material for the circuit will 
be issued by CIA as required. 


LOCATION OF ASSISTANCE: 
Connection to the switch will be made at CIA 
Headquarters. The remainder of the circuit 
will be provided by the telephone company. 
ORGANIZATION(S) INVOLVED: 


Atomic Energy Commission, only. 


BASIS OR REASON FOR ACTIVITY: 


U.S. Government departments and agencies having 


Secure voice switching capability have tradi- 
tionally provided subscriber line service to 


those agencies whose secure voice requirements 
are not sufficiently large to justify their own 
switching systems. Similar service is provided 
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by State and DOD to other agencies, in- 
cluding some CIA remote locations. The 
CIA switch is the nearest to the AEC lo- 
cation and is therefore used by AEC in 
preference to the State or DOD switches 
to reduce leased line costs. 


FINANCIAL COSTS: Borne by AEC. 
MANPOWER: None. 


AGENCY EMPLOYEE (AND TELEPHONE NUMBER) TO CONSULT FOR 
ADDITIONAL INFORMATION: 


ed 25X11 
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